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Message Text 


UNCLASSIFIED 

PAGE 01 DOHA 00807 070846Z 

21 

ACTION COME-00 

INFO OCT-01 NEA-10 ISO-00 EB-07 /018W 

072688 

R 070750Z JUL 75 
FM AMEMBASSY DOHA 
TO SECSTATE WASHDC 0646 

UNCLAS DOHA 0807 

E.O. 11652: N/A 
TAGS: BEXP, QA 

SUBJ: MAJOR PROJECT: SUBCONTRACT FOR DOHA HOSPITAL 
REF: A) DOHA 0722; B) STATE 140676 

1. LLEWELYN DAVIES RESIDENT ARCHITECT HAS INFORMED US 
THAT ONLY COMPANIES WILLING TO INSTALL AND COMMISSION 
MEDICAL GAS SYSTEM AS WELL AS PROVIDE EQUIPMENT WILL BE 
CONSIDERED FOR SUBCONTRACT. OXEQUIP OFFER THEREFORE 
UNACCEPTABLE. ARCHITECT NOTED THAT THERE IS STILL TIME 
TO PREQUALIFY AND SAID THAT IF OXEQUIP WISHES TO EXPAND 
OFFER TO INCLUDE INSTALLATION AND COMMISSIONING, COMPANY 
WILL BE CONSIDERED. PLEASE ADVISE. 

2. RE CHEMI-TRON INTEREST IN PROJECT (STATE 120559), 

ARCHITECT STATED THAT HE HAS NOT RPT NOT RECEIVED ANY 
INFO FROM COMPANY. HE SAID THAT WHILE HE PERSONALLY 
FAMILIAR WITH CHEMI-TRON'S CAPABILITIES, IT NCESSARY 

FOR FIRM TO PROVIDE LLEWELYN DAVIES WITH SUMMARY OF PAST 
EXPERIENCE IN FIELD. REQUEST DEPT ASK CHEMI-TRON TO 
CONTACT LLEWELYN DAVIES AT ADDRESS PROVIED DOHA 
0601. 
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